Registration & Turnout 

Machine Turnout 
Mail-In Ballot Turnout 
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Federal Turnout 
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Yes 
No 
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Unofficial Election Night Results 

59,754 Voters 
8,660 14.49% 

1,856 3.11% 

0 0 . 00 % 

0 0 . 00 % 

Total ... 10,516 17.60% 

34/34 100.00% 

8,874 84.43% 

1,637 15.57% 

Total... 10,511 100.00% 
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